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Dear Mr. $uh: v »> w . - „ ^ ^ 

Enclosed please find the letter fromBoff Qatluf Jfopt tx&jg&ekl hm% 
today's caU oil the issue of lie UCLA labotatol^aKfii^ tecoJidtfct further 
analysis of the samplesinthe aboverrefereaeed*mattesc 

- Very truly your|, 
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UCLA OLYMPIC ANALYTICAL LABORATORY 

DonH. Catlin, M.D., DpatfSr ctt^ ^/t^joif 

2122 Granville Avenue 

Los Angeles, CA 90025-6106 

Tel: (310) 825*2635 

Fax: (310) 206-9077 



DATE: MAR. 2=K 7,nn3~ 
T0: RICH A fry Y&^nJjt- 



FAXft 



FROM: Pou M. ^ATDU, K> . p 



NUMBER OF PAGES (Including cover page): 2- 

MESSAGE: 



This message is intended only for the party to which it is addressed. It contains 

confidential information. If you have received this message in error,, please contact the 

sender at one of the above numbers immediately. Thank you. 
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VIA FAX TO (719) 633-1518 
March 27, 2007 



Richard R. Young, Esq. 

Holme Roberts & Owen LLP 

90 South Cascade Avenue, Suite 1300 

Colorado Springs, CO 80903 



Dear Mr. Young, 

You have asked me to confirm what I told you last Thursday and Friday with respect to 
the possible further analysis by the UCLA Olympic Laboratory of seven (7) B samples 
from the Tour de France. What I told yon was that UCLA could not perform that work at 
the present time and that it is very very unlikely that UCLA could perform that work 
before May 14, 2007. We have had a mechanical breakdown on our IRMS instrument 
We were in the process of reviewing our procedure in connection with the instrument 
work and that process has been delayed by my resignation as Laboratory Director last 
Friday March 23. 

Sincerely, ) 



DonH.Catlin,M.DT 
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